to 
EVALUATION & THE HEALTH PROFESSIONS 


Volume 26 


Number 1 (March 2003) pp. 1-124 
Number 2 (June 2003) pp. 125-236 

Number 3 (September 2003) pp. 237-352 
Number 4 (December 2003) pp. 353-468 


Authors: 


ALGINA, JAMES, and STEPHEN OLEJNIK, “Conducting Power Analyses for ANOVA and 
ANCOVA in Between-Subjects Designs,” 288. 

BAEZCONDE-GARBANATI, LOURDES, see Sussman, S. 

BERK, MARC L., see Schoenman, J. A. 

BIRTWHISTLE, R. V., see Kirby, J. R. 

CARRICO, ADAM W., see Jason, L. A. 

CHOULJIAN, TANDY L., see Shumway, M. 

CLAY, MARIA C., see Lynch, D. C. 

COHEN, HARVEY J., see Hsieh, F. Y. 

COLY, ASTOU, see Moriskey, D. E. 

CUMMINGS, DOYLE M.., see Lynch, D. C. 

DELVA, M. DIANNE, see Kirby, J. R. 

DENT, CLYDE W., see Sussman, S. 

DEVINE, OWEN, “The Impact of Ignoring Measurement Error When Estimating Sample Size 
for Epidemiologic Studies,” 315. 

Di BLASI, ZELDA, and JOS KLEIJNEN, “Context Effects: Powerful Therapies or Method- 
ological Bias?” 166. 

DONNER, ALLAN, GILDA PIAGGIO, and JOSE VILLAR, “Meta-Analyses of Cluster Ran- 
domization Trials: Power Considerations,” 340. 

DREYFUS, KRISTEN SPRINGER, see Lynch, D. C. 

EBIN, VICKI J., see Moriskey, D. E. 

FEELEY, THOMAS HUGH, ANDREA T. MANYON, TIMOTHY J. SERVOSS, and KAREN 
J. PANZARELLA, “Toward Validation of an Assessment Tool Designed to Measure Medi- 
cal Students’ Integration of Scientific Knowledge and Clinical Communication Skills,” 222. 

FIELDING, DAVID W., see Paluck, E. C. 

FELDMAN, JACOB J., see Schoenman, J. A. 

FEUSSNER, JOHN R.., see Hsieh, F. Y. 

FRANKISH, C. JAMES, see Paluck, E. C. 

GRAHAM, JENNIFER, see Thurston, W. E. 


EVALUATION & THE HEALTH PROFESSIONS, Vol. 26 No. 4, December 2003 462-465 
© 2003 Sage Publications 


€ 
INDEX 
| 
| 
| 
| 
462 


to 
EVALUATION & THE HEALTH PROFESSIONS 


Volume 26 


Number 1 (March 2003) pp. 1-124 
Number 2 (June 2003) pp. 125-236 

Number 3 (September 2003) pp. 237-352 
Number 4 (December 2003) pp. 353-468 


Authors: 


ALGINA, JAMES, and STEPHEN OLEJNIK, “Conducting Power Analyses for ANOVA and 
ANCOVA in Between-Subjects Designs,” 288. 

BAEZCONDE-GARBANATI, LOURDES, see Sussman, S. 

BERK, MARC L., see Schoenman, J. A. 

BIRTWHISTLE, R. V., see Kirby, J. R. 

CARRICO, ADAM W., see Jason, L. A. 

CHOULJIAN, TANDY L., see Shumway, M. 

CLAY, MARIA C., see Lynch, D. C. 

COHEN, HARVEY J., see Hsieh, F. Y. 

COLY, ASTOU, see Moriskey, D. E. 

CUMMINGS, DOYLE M.., see Lynch, D. C. 

DELVA, M. DIANNE, see Kirby, J. R. 

DENT, CLYDE W., see Sussman, S. 

DEVINE, OWEN, “The Impact of Ignoring Measurement Error When Estimating Sample Size 
for Epidemiologic Studies,” 315. 

Di BLASI, ZELDA, and JOS KLEIJNEN, “Context Effects: Powerful Therapies or Method- 
ological Bias?” 166. 

DONNER, ALLAN, GILDA PIAGGIO, and JOSE VILLAR, “Meta-Analyses of Cluster Ran- 
domization Trials: Power Considerations,” 340. 

DREYFUS, KRISTEN SPRINGER, see Lynch, D. C. 

EBIN, VICKI J., see Moriskey, D. E. 

FEELEY, THOMAS HUGH, ANDREA T. MANYON, TIMOTHY J. SERVOSS, and KAREN 
J. PANZARELLA, “Toward Validation of an Assessment Tool Designed to Measure Medi- 
cal Students’ Integration of Scientific Knowledge and Clinical Communication Skills,” 222. 

FIELDING, DAVID W., see Paluck, E. C. 

FELDMAN, JACOB J., see Schoenman, J. A. 

FEUSSNER, JOHN R.., see Hsieh, F. Y. 

FRANKISH, C. JAMES, see Paluck, E. C. 

GRAHAM, JENNIFER, see Thurston, W. E. 


EVALUATION & THE HEALTH PROFESSIONS, Vol. 26 No. 4, December 2003 462-465 
© 2003 Sage Publications 


€ 
INDEX 
| 
| 
| 
| 
462 


INDEX 463 


GREEN, LAWRENCE W., see Paluck, E. C. 

GREER, ANNETTE G., see Lynch, D. C. 

GRIFFITH, CHARLES H., and JOHN F. WILSON, “The Loss of Idealism Throughout Intern- 
ship,” 415. 

HAIDET, PAUL, see O’ Malley, K. J. 

HAIST, STEVEN A.., see Talente, G. 

HARRIETT, BONITA S., see Lynch, D. C. 

HATFIELD, JENNIFER, see Thurston, W. E. 

HAVERKAMP, BETH, see Paluck, E. C. 

HELGERSON, JENA, see Jason, L. A. 

HROBJARTSSON, ASBJORN, and MICHAEL NORUP, “The Use of Placebo Interventions in 
Medical Practice—A National Questionnaire Survey of Danish Clinicians,” 153. 

HSIEH, F. Y., PHILIP W. LAVORI, HARVEY J. COHEN, and JOHN R. FEUSSNER, “An 
Overview of Variance Inflation Factors for Sample-Size Calculation,” 239. 

JASON, LEONARD A., JENA HELGERSON, SUSAN R. TORRES-HARDING, ADAM W. 
CARRICO, and RENEE R. TAYLOR, “Variability in Diagnostic Criteria for Chronic 
Fatigue Syndrome May Result in Substantial Differences in Patterns of Symptoms and Dis- 
ability,” 3. 

KELLEY, KEN, SCOTT E. MAXWELL, and JOSEPH R. RAUSCH, “Obtaining Power or 
Obtaining Precision: Delineating Methods of Sample-Size Planning?’ 258. 

KELLY, P. ADAM, see O’ Malley, K. J. 

KIRBY, JOHN R., M. DIANNE DELVA, CHRISTOPHER KNAPPER, and R. V. 
BIRTWHISTLE, “Development of the Approaches to Work and Workplace Climate Ques- 
tionnaires for Physicians,” 104. 

KLEIJNEN, JOS, see Di Blasi, Z. 

KNAPPER, CHRISTOPHER, see Kirby, J. R. 

KOMINSKI, GERALD F.,, see Moriskey, D. E. 

LARSON, LARS C., see Lynch, D. C. 

LAVORI, PHILIP W., see Hsieh, F. Y. 

LEE, CURTIS, see Violato, C. 

LEON, ANDREW C., and DAVID A. SOLOMON, “Toward Rapproachment in the Placebo 
Control Debate: A Calculated Compromise of Power,” 404. 

LYNCH, DEIRDRE C., ANNETTE G. GREER, LARS C. LARSON, DOYLE M. 
CUMMINGS, BONITA S. HARRIETT, KRISTEN SPRINGER DREYFUS, and MARIA 


C. CLAY, “Descriptive Metaevaluation: Case Study of an Interdisciplinary Curriculum,” 
447. 


MALOTTE, C. KEVIN, see Moriskey, D. E. 

MANYON, ANDREA T., see Feeley, T. H. 

MARINI, ANTHONY, see Violato, C. 

MAXWELL, SCOTT E., see Kelley, K. 

MIKE, VALERIE, “Evidence and the Future of Medicine?” 127. 

MORAN, BETTY JEANE, see O’ Malley, K. J. 

MORGAN, ROBERT O., see O’ Malley, K. J. 

MORISKEY, DONALD E., VICKI J. EBIN, C. KEVIN MALOTTE, ASTOU COLY, and 
GERALD F. KOMINSKI, “Assessment of Tuberculosis Treatment Completion in an Ethi- 
cally Diverse Population Using Two Data Sources: Implications for Treatment Interven- 
tions,” 43. 

NORUP, MICHAEL, see Hrébjartsson, A. 

O'MALLEY, KIMBERLY J., BETTY JEANE MORAN, PAUL HAIDET, CHARLES L. 
SEIDEL, VIRGINIA SCHNEIDER, ROBERT O. MORGAN, P. ADAM KELLY, and 


| 
| 
| 
q 


464 Evaluation & the Health Professions / December 2003 


BOYD RICHARDS, “Validation of an Observation Instrument for Measuring Student 
Engagement in Health Professions Settings,” 86. 

OLEJNIK, STEPHEN, see Algina, J. 

PALUCK, ELAN C., LAWRENCE W. GREEN, C. JAMES FRANKISH, DAVID W. 
FIELDING, and BETH HAVERKAMP, “Assessment of Communication Barriers in Com- 
munity Pharmacies,” 380. 

PANZARELLA, KAREN J., see Feeley, T. H. 

PIAGGIO, GILDA, see Donner, A. 

RAUSCH, JOSEPH R.., see Kelley, K. 

RICHARDS, BOYD, see O’ Malley, K. J. 

ROZEWICZ, FRANCINE, see Shumway, M. 

SCHNEIDER, VIRGINIA, see O’ Malley, K. J. 

SCHOENMAN, JULIE A., MARC L. BERK, JACOB J. FELDMAN, and ANDREW SINGER, 


“Impact of Differential Response Rates on the Quality of Data Collected in the CTS Physi- 
cian Survey,” 23. 

SCHWENDINGER, ANDREA, see Smith, T. E. 

SEIDEL, CHARLES L., see O'Malley, K. J. 

SERVOSS, TIMOTHY J., see Feeley, T. H. 

SHUMWAY, MARTHA, TANDY L. CHOULJIAN, and FRANCINE ROZEWICZ, “Para- 
phrase Procedures for Assessing Comprehension of Health Outcome Measures: An IIlustra- 
tion From Schizophrenia Research,” 73. 

SINGER, ANDREW, see Schoenman, J. A. 

SMITH, THOMAS E., JULIE A. STEEN, JENNIFER SPAULDING-GIVENS, and ANDREA 
SCHWENDINGER, “Measurement in Abstinence Education: Critique and Recommenda- 
tions,” 180. 

SOLOMON, DAVID A., see Leon, A. C. 

SPAULDING-GIVENS, JENNIFER, see Smith, T. E. 

STEEN, JULIE A., see Smith, T. E. 

SUSSMAN, STEVE, DONGYUN YANG, LOURDES BAEZCONDE-GARBANATI, and 
CLYDE W. DENT, “Drug Abuse Prevention Program Development: Results Among Latino 
and Non-Latino White Adolescents,” 355. 

TALENTE, GREGG, STEVEN A. HAIST, and JOHN F. WILSON, “A Model for Setting Per- 
formance Standards for Standardized Patient Examinations,” 427. 

TAYLOR, RENEE R., see Jason, L. A. 

THURSTON, WILFREDA E., JENNIFER GRAHAM, and JENNIFER HATFIELD, 
“Evaluability Assessment: A Catalyst for Program Change and Improvement,” 206. 

TORRES-HARDING, SUSAN R., see Jason, L. A. 

VILLAR, JOSE, see Donner, A. 

VIOLATO, CLAUDIO, ANTHONY MARINI, aad CURTIS LEE, “A Validity Study of Expert 
Judgment Procedures for Setting Cutoff Scores on High-Stakes Credentialing Examinations 
Using Cluster Analysis,” 59. 

WILSON, JOHN F.,, see Griffith, C. H. 

WILSON, JOHN F.,, see Talente, G. 

YANG, DONGYUN, see Sussman, S. 


Articles: 


“Assessment of Communication Barriers in Community Pharmacies,” Paluck et al., 380. 
“Assessment of Tuberculosis Treatment Completion in an Ethically Diverse Population Using 
Two Data Sources: Implications for Treatment Interventions,” Moriskey et al., 43. 


INDEX 465 


“Conducting Power Analyses for ANOVA and ANCOVA in Between-Subjects Designs,” Algina 
and Olejnik, 288. 

“Context Effects: Powerful Therapies or Methodological Bias?” Di Blasi and Kleijnen, 166. 

“Descriptive Metaevaluation: Case Study of an Interdisciplinary Curriculum,” Lynchetal., 447. 

“Development of the Approaches to Work and Workplace Climate Questionnaires for Physi- 
cians,” Kirby et al., 104. 

“Drug Abuse Prevention Program Development: Results Among Latino and Non-Latino White 
Adolescents,” Sussman et al., 355. 

“Evaluability Assessment: A Catalyst for Program Change and Improvement,” Thurston et al., 
206. 

“Evidence and the Future of Medicine;” Miké, 127. 

“Impact of Differential Response Rates on the Quality of Data Collected in the CTS Physician 
Survey,” Schoenman et al., 23. 

“The Impact of Ignoring Measurement Error When Estimating Sample Size for Epidemiologic 
Studies,” Devine, 315. 

“The Loss of Idealism Throughout Internship;’ Griffith and Wilson, 415. 

“Measurement in Abstinence Education: Critique and Recommendations;’ Smith et al., 180. 

“Meta-Analyses of Cluster Randomization Trials: Power Considerations,’ Donner et al., 340. 

“A Model for Setting Performance Standards for Standardized Patient Examinations,” Talente 
et al., 427. 

“Obtaining Power or Obtaining Precision: Delineating Methods of Sample-Size Planning,” 
Kelley et al., 258. 

“An Overview of Variance Inflation Factors for Sample-Size Calculation,” Hsieh et al., 239. 

“Paraphrase Procedures for Assessing Comprehension of Health Outcome Measures: An Iilus- 
tration From Schizophrenia Research,” Shumway et al., 73. 

“Toward Rapproachment in the Placebo Control Debate: A Calculated Compromise of Power,” 
Leon and Solomon, 404. 

“Toward Validation of an Assessment ‘fool Designed to Measure Medical Students’ Integration 
of Scientific Knowledge and Clinical Communication Skills,” Feeley et al., 222. 

“The Use of Placebo Interventions in Medical Practice—A National Questionnaire Survey of 
Danish Clinicians,” Hrébjartsson and Norup, 153. 

“Validation of an Observation Instrument for Measuring Student Engagement in Health Profes- 
sions Settings,” O’ Malley et al., 86. 

“A Validity Study of Expert Judgment Procedures for Setting Cutoff Scores on High-Stakes 
Credentialing Examinations Using Cluster Analysis,” Violato et al., 59. 

“Variability in Diagnostic Criteria for Chronic Fatigue Syndrome May Result in Substantial Dif- 
ferences in Patterns of Symptoms and Disability,” Jason et al., 3. 


